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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 166618 

55 

ORIGIN SY-05 

INFO OCT-01 ARA-10 ISO-OO /016R 

DRAFTED BY A/SY/T: LWGROB:SJC 
APPROVED BY A/SY/T: DGFISCHER, CHIEF 
DESIRED DISTRIBUTION 
SY/FO/ARA 

025276 

R 061501Z JUL 76 
FM SECSTATE WASHDC 
TO AMEMBASSY MEXICO 

UNCLAS STATE 166618 

MEXICO CITY FOR RSO ROCHE 

E.O. 11652: N/A 

TAGS:ASEC 

SUBJECT:METAL DETECTOR 
REF: TELECON OF JULY 1, 1976 

1 . SY/T DOES NOT HAVE HAND HELD MODEL METAL DETECTORS ON 
HAND. WILL ATTEMPT TO OBTAIN AT LEAST TWO FOR YOUR USE AND 
POUCH WHEN AVAILABLE. 

2. AS PER OUR TELCON, A/SY/T WILL NOT HAVE WALK-THROUGH 
TYPE METAL DETECTORS AVAILABLE FOR SEVERAL MONTHS. SUGGEST 
POST CONTACT THE FOLLOWING VENDOR AS SOURCE. INTEX, 6935 
WISCONSIN AVE., CHEVY CHASE, MD, 20015. SUGGESTED PERSON 

TO CONTACT IS MR. ROY RICCI ON TELEPHONE NUMBER 301-654- 
4450. THE PRESENT LIST PRICE FOR THEIR FS-1, FREE STANDING 
METAL DETECTOR IS DOLLARS 3950. 

3. IT MAY BE POSSIBLE FOR POST TO BE INCLUDED IN PLANNED 
PRODUCTION RUN TO START IN EARLY AUGUST IF POST CONTACTS 
COMPANY AT ITS EARLIEST CONVEINENCE. DOS HAS CONTRACT FOR 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 166618 

SEVERAL OF THESE MODELS; REGRETFULLY THERE ARE NO PRO- 
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VISIONS WITHIN PRESENT CONTRACT FOR US TO INCREASE 
QUANTITIES. ROBINSON 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE166618 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LWGROB:SJC 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760260-0115 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760787/aaaacyuh.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: schwenja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 MAR 2004 by ThomasVJ>; APPROVED <06 AUG 2004 by schwenja> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: ETAL DETECTOR 

TAGS: ASEC 

To: MEXICO 

Type: TE 
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